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AEROSPACE 


Part Number D429-1056-015 Box Part Number MBX 101T Dimension 58.75X30.75X16 


Description Wearplates (LH + Other Packaging Sal Dimension[__SSSSCSCSCS~SY 
a a ir 


RH) 


Packaging Instructions and Decal Placement 


D429-1056-015 
Wrap hardware and kit in foam and place in box. Surround with more foam to prevent movement. Apply Dart logo 
tape. Apply label D2729-3 as per instructions in QSI 014. Tape label. 


D2729-4 D2729-3 


N/A 


~~ Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, ON K6A 1K7 
CANADA 
AEROSPACE TEL.: 1 613 632-5200 


Wearplates (LH + RH) 


P/N: D429-1056-015 CHG001 


S/N: SXXXXXX 
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